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Detailed protocol 


Dear Sir, 
Thank you for your query. The protocol is very detailed in the publication. All the amount of compounds used as well as the detailed analytical methods are 
given. | don't see what could be added more precisely to the published protocol. For your easiness, the protocol is given again as an attached document. 
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